Index  of  New  Products  Featured  in 
Surgical  Business,  September— December 

1976 


ITEM 

COMPANY 

ISSUE 

PG. 

Aid,  Seating 

Cameron  Sales 

Sept. 

78 

Aid,  Toilet 

British  Info.  Service 

Nov. 

46 

Analyzer,  Amino  Acid 

Durrum  Instrument 

Sept. 

97 

Anesthetic,  Topical 

Aeroceuticals 

Sept. 

74 

Apparel,  O.  R. 

Fashion  Seal  Uniform 

Oct. 

48 

Aspirator/Chart  Carrier 

Vernitron  Medical  Products 

Dec. 

36 

Bag,  Drainage 

Davol,  Inc. 

Dec. 

39 

Bags,  Autoclavable  Plastic 

Healthmark  Industries 

Sept. 

78 

Bandage,  Elastic 

Dillon  Mfg. 

Nov. 

38 

Bandage,  I.  V. 

Dillon  Mfg. 

Oct. 

36 

Basin,  Wash 

Plasta-Medic 

Sept. 

88 

Bath,  Whirlpool 

Everest  &  Jennings 

Oct. 

38 

Blood  Pressure  Unit 

Manoscope 

Nov. 

38 

Blood  Unit,  Mobile 

Ritter  Co. 

Sept. 

68 

Calcimeter 

Fiske  Assoc. 

Nov. 

52 

Calibration  Standard 

Durrum  Instrument 

Dec. 

47 

Calibrator,  Plug-In 

Whittaker  Corp. 

Nov. 

43 

Canes,  Quad 

Edco/Pasco 

Sept. 

66 

Catheter,  Foley 

Akron  Catheter 

Nov. 

38 

Centrifuge,  Tabletop 

Du  Pont  Instruments 

Nov. 

56 

Chair,  Shower 

Everest  &  Jennings 

Nov. 

43 

Clock,  Stop 

Franklin  Instrument 

Sept. 

92 

Coats,  Cover 

Fashion  Seal  Uniforms 

Sept. 

84 

Collection  System,  Suction 

Chemetron  Corp. 

Nov. 

44 

Collector,  Blood,  and  Serum  Separator 

Becton-Dickinson 

Dec. 

36 

Colpophotography  System 

Berkeley  Bio-Engineering 

Dec. 

47 

Commode,  All-in-One 

Lumex,  Inc. 

Dec. 

39 

Computer,  PFT 

Life  Support  Equipment 

Sept. 

82 

Control  Set,  Kinetic  Test 

Ortho  Diagnostics 

Dec. 

47 

Counter,  Colony 

New  Brunswick  Scientific 

Nov. 

52 

Cushion,  Flotation 

Bard  Hosp.  Div. 

Sept. 

66 

Cushion,  Lower  Back 

Mark  One  Hospital  Products 

Dec. 

44 
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ITEM 

COMPANY 

ISSUE 

PG. 

Defibrillator,  Battery  Operated 

Resuscitation  Labs. 

Nov. 

38 

Detergent,  Instrument 

Parke,  Davis  &  Co. 

Sept. 

68 

Detergent,  Washing 

American  Sterilizer 

Oct. 

44 

Diagnostic  Tool 

Frigi-Scopes,  Inc. 

Nov. 

46 

Dressing,  Protective 

United  Div.,  Howmedica 

Dec. 

44 

Drier,  Warm  Air 

British  Info.  Services 

Dec. 

47 

Drill,  Portable 

Concept,  Inc. 

Sept. 

90 

Earpiercer,  Disposable 

Quincy  Medical  Supply 

Oct. 

42 

Exercise  Device 

Maddak,  Inc. 

Nov. 

40 

Filter  System 

Centaur  Chemical 

Sept. 

94 

Cage,  Loading 

Meditec,  Inc. 

Sept. 

92 

Grounding  Pad  System 

Medical  Plastics 

Nov. 

48 

Harness,  Restraining 

Delta  Medical 

Dec. 

45 

Heating,  Unit 

Chattanooga  Pharmacal 

Nov. 

43 

Holders,  Limb 

Mark  One  Hospital  Products 

Sept. 

84 

Humidifier,  Disposable 

Mercury  Enterprises 

Oct. 

51 

Immunoglobulin 

Hoechst  Pharmaceutical 

Oct. 

40 

Incontinence  Control 

J.  G.  Shuman 

Oct. 

40 

Incubator,  Digital  Display 

Forma  Scientific 

Sept. 

97 

Incubator,  Platelet 

Forma  Scientific 

Oct. 

52 

Indicators,  Autoclave  Sterilizer 

Aseptic-Thermo  Indicator 

Oct. 

48 

Indicators,  Sterilization 

Aseptic-Thermo  Indicator 

Nov. 

40 

Intensive  Care  Center 

Ohio  Medical  Products 

Sept. 

90 

Kit,  Adapter 

Durrum  Instrument 

Oct. 

52 

Kit,  Blood  Pressiu-e 

Marshall  Electronics 

Sept. 

88 
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ITEM 

COMPANY 

ISSUE 

PG. 

Kit,  Catheter 

Abbott  Labs. 

Oct. 

44 

Kit,  Emergency  Fracture 

Edco/Pasco 

Oct. 

36 

Labels  and  Applicator 

Propper  Mfg. 

Dec. 

38 

Measuring  Device 

Durrum  Instrument 

Nov. 

56 

Measuring  Device,  Tritium 

British  Info.  Service 

Nov. 

56 

Measurement  Device 

Rowan  Products 

Oct. 

51 

Metric  Convertor  Tool 

American  Metric  Journal 

Nov. 

48 

Monitor/Oscilloscope  Module 

Puritan-Bennett 

Oct. 

36 

MufiF,  Heated 

Northern  Electric 

Dec. 

45 

Needles,  Eye  Surgeons 

Julius  Berbecker  &  Sons 

Dec. 

44 

Orthosis,  Form-Fitted 

E.  J.  Hawkins  Co. 

Nov. 

43 

Otoscope/Illuminator 

Welch  Allyn 

Sept. 

66 

Oxygen  Equipment 

Erie  Mfg. 

Sept. 

74 

Oxygen  System 

Erie  Mfg. 

Dec. 

40 

Pads,  Naso  &  Forehead 

Xomed 

Oct. 

46 

Pants,  Air 

Jobst  Institute 

Sept. 

86 

Pants,  Locking 

J.T.  Posey 

Oct. 

36 

Patient  Aids 

Baka  Mfg. 

Dec. 

38 

Pitcher,  Snap-Lid 

Plasta  Medic 

Oct. 

40 

Pulley,  Traction 

Orthopedic  Splints 

Nov. 

50 

Pump,  I.V. 

Julius  Berbecker  &  Sons 

Sept. 

82 

Punches,  Scalp  Transplant 

Robbins  Instruments 

Sept. 

66 

Rack,  Medication  Time 

Raymo  Products 

Sept. 

86 

Razor,  Surgical  Prep 

Parke,  Davis  &  Co. 

Nov. 

46 

Record  System,  Gas 

Aseptic-Thermo  Indicator 

Dec. 

39 

Recorder,  4-Channel 

Ambulatory  Monitoring 

Oct. 

51 

Regulator,  Therapy 

Mada  Medical 

Dec. 

38 

Roller  Apparatus,  Modular 

Wheaton  Instruments 

Sept. 

94 

Scale,  Digital 

D.  A.  Kadan 

Oct. 

36 

Soaps,  Cleansing 

Edison  Professional  Products 

Sept. 

68 

Soft  Goods,  Disposable 

Lepak  Co. 

Dec. 

40 

Solutions,  Antiseptic 

GMP  Co. 

Nov. 

40 

Splint,  Foam  Finger 

Dillon  Mfg. 

Sept. 

66 

Stand,  Suction  Bottle 

Ohio  Medical 

Oct. 

38 

Stool,  Operator’s 

Enochs  Mfg. 

Sept. 

78 

Stretcher,  Vacuum 

Dimic  Assoc. 

Nov. 

44 

Support,  Back 

Reedco,  Inc. 

Sept. 

92 

Syringe,  Toomey 

Davol,  Inc. 

Sept. 

84 

System,  I.V.  Control 

Burron  Medical  Products 

Oct. 

42 

System,  Ophthalmic  Surgery 

Berkely  Bio-Engineering 

Oct. 

48 

System,  Sensor 

Delta  Medical 

Oct. 

40 

Table,  Pediatric 

D.  A.  Kadan 

Dec. 

36 

Tables,  Tilt 

Therapeutic  Equipment 

Nov. 

38 

Tape  Dispenser  Pack 

Smalley  and  Bates 

Sept. 

66 

Tapes,  Adhesive 

Scholl,  Inc. 

Oct. 

36 

Test,  Pregnancy 

Ortho  Diagnostics 

Sept. 

97 

Tests,  Autoclave 

Aseptic-Thermo  Indicator 

Sept. 

88 

Tool,  Instrument-Moving 

Manostat 

Sept. 

97 

Tray,  Security 

Healthmark  Industries 

Oct. 

46 

Tray,  Serving 

Mobilizer  Medical  Products 

Dec. 

44 

Underpad,  Sealed 

Hosposable  Products 

Sept. 

90 

Underpads,  Disposable 

Mark  One  Hospital  Products 

Oct. 

44 

Underpads,  Disposable 

Paper-Pak  Products 

Nov. 

44 

Weighing  System,  Electronic 

Netherlands  Consulate  Gen’l. 

Nov. 

48 

Wheelchair/Caster  Wheels 

Everest  &  Jennings 

Dec. 

36 

Wheelchairs,  Pre-School 

Everest  &  Jennings 

Sept. 

74 

Workplace  for  Handicapped 

Maddak 

Dec. 

40 
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Index  of  Editorial  Articles  Published  in 
Surgical  Business  During  1976 


TITLE 

AUTHOR 

ISSUE 

PG. 

AAPA  Takes  Part  in  Preventative  Medicine 

AST  A— 74th  Annual  Convention  &  24th  Technical 

Outlook 

Oct. 

18 

Exhibit 

Nov. 

30 

Advanced  Instrumentation  Used  in  Breast  Cancer  Studies 

Outlook 

Nov. 

18 

Age  Affects  Health  Care  Spending 

Outlook 

July 

18 

Aging  in  the  Future  Discussed 

Outlook 

Jan. 

19 

Aid  for  the  Legally-Blind,  An 

Outlook 

Feb. 

14 

Alternatives  for  the  Handicapped 

Outlook 

Feb. 

14 

Anti-Hemorrhage  Agent  Helps  Make  Operations  Safer 

Outlook 

Nov. 

18 

Attache  Case  on  Wheels 

Lee  Martin 

Dec. 

54 

Automated  Sterilization  Process,  An 

Mar. 

36 

B-D  Division  and  Its  Dealers,  The 

Lois  Adair 

Dec. 

31 

Balance  of  Trade  in  Medical  Equipment  Rises 

Outlook 

May 

18 

Barriers  for  the  Elderly  Discussed 

Outlook 

May 

20 

Big  Apple  Goes  Medical,  The 

Teresa  Short 

Apr. 

37 

Breast  Clinic  Reassures  Patients 

Outlook 

Sept. 

22 

CED  Recommends  Changes 

Outlook 

Oct. 

19 

CHA  Releases  1975  Admission  Figures 

Outlook 

July 

20 

Call  for  Detente,  A 

Outlook 

Jan. 

20 

Cancer  Research  Film  Available 

Outlook 

July 

19 

Casualty  Tag  Developed 

Outlook 

Nov. 

20 

Clinical  Lab  Procedures  Expected  to  Double 

Commerce  Bureau  Helps  Marketing  in  Socialist 

Outlook 

Nov. 

19 

Countries 

Outlook 

Aug. 

20 

Computer  Equipment  Growth  Analyzed 

Computer  Programs  to  be  Used  in  Medical  Croup 

Outlook 

Jan. 

19 

Practice 

Outlook 

Aug. 

19 

Conference  on  Conferences  Scheduled 

Outlook 

Jan. 

19 

Congress  Urged  to  Change  Hospital  Payment  Method 

Custom  Designed  Trailer  Used  for  Mobile  Medical 

Outlook 

Oct. 

19 

Testing 

Outlook 

Nov. 

19 

Day  of  the  Second  Generation,  The 

Adrian  Comper 

Nov. 

26 

Decubitus  Ulcer  Seminar  Now  Available 

Outlook 

Oct. 

19 

Devices— The  Medical  Industry’s  Position  to  Date 

Adrian  Comper 

Oct. 

26 

Diagnostic  Instrument  for  Atherosclerosis  Developed 

Outlook 

Feb. 

14 

Dialogue:  Collecting  Medical  Antiques 

Lee  Martin 

July 

37 

Dialogue:  Operation  Medilift 

Lee  Martin 

Mar. 

38 

Drug  Interaction  Risks  Reduced  by  Computer 

Outlook 

Nov. 

19 

EMI  Total  Body  System  Ordered  by  Sharp  Hospital 

Outlook 

Feb. 

16 

Educational  Aid  Made  Available 

Outlook 

Nov. 

20 

Fetuses  Endangered  in  Occult  Pregnancies 

Outlook 

July 

19 
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TITLE 


AUTHOR 


ISSUE 


Field  Day  at  Sklar 

Flame  Retardant  Fabrics  Can  Cut  Fire  Hazards 
Florida’s  Healthco  Patient  Centers— A  Booming  & 
Essential  Business 

Food  Service  Home  Study  Program  Offered 
Foundation  Designed  to  Promote  Medical  Discovery 
Frost  &  Sullivan  Reports  on  Clinical  Laboratory  Instru¬ 
mentation 

Grant  Awarded  for  Stroke  Research 

Grimm,  W.  T.,  Reports  on  1975  Merger  Activity 

Growth  Forecast  for  Medical  Devices 

HIMA  Keeps  on  Top  of  It  All 

HIMA  Sagamore  Seminar  Served  Its  Attendees  Well 

HIMA’s  New  Vice-President 

HIMA’s  Successful  Second- 

Health  Care  Management  Publication  Released 

Heart  and  Lung  Equipment  Analyzed 

High  Blood  Pressure  Data  Compiled 

Hospital  Supply  Industry  Study  Released 

How  is  the  Food  Supply  Going? 

How  to  Motivate  Hypertensive  Patients 
Human  Regulator  Substances  Described 
Humidifiers  May  Cause  Fungi  Growth 
Hypertension— Now  the  Target  Disease 

Inhalation  Therapy  Equipment  Studied 
Injector  Suppresses  Abnormal  Heart  Rhythms 
Ionized  Salts  Aid  Sterilization 

JCAH  Education  Programs  Formulated 
Job  Opportunities  in  Health  Care  Listed 

Keeping  Two  Steps  Ahead 

Laboratory  Distributor  Branches  Evaluated 
Liquid  Chromatography  Symposium  to  be  Held 

MBO  Advisor  Workshop  Set 
Malpractice  Newsletter  Issued 

Manual  Designed  for  Wholesale-Distributor  College 
Courses 

Manufacturer  and  Dealer— Their  Effect  on  Each  Other 
Market  for  Clinical  Lab  Products  to  Multiply 
Market  for  Medical  and  Computer  Equipment  to  Total 
$I  Billion 

Market  for  Unit-Dose  Products  to  Grow 
Maybe  It’s  Not  as  Bad  As  You  Think— An  Interview 
With  FDA’s  David  M.  Link 
Medical  Electronics  Sales  Approach  $I  Billion 
Medical-Legal  Aspects  of  Health  Care  Examined 
Medix  Continues  for  Second  Season 

Minor  Surgery  Center  Has  Increased  Patient  Admission 
Miranda  Camera  Grant  Goes  to  Cornell  Medical 
College 

Misconceptions  about  Surgical  Manpower  Discussed 
Mohammed  Comes  to  the  Mountain 
Moscow’s  Hyperbaric  Center  Opens 
Munns  Makes  Its  1975  Awards 

NAW  at  One  Hundred 

NAW  Represented  at  Product  Liability  Conference 
NCP  to  Establish  Clearing  House 
NYU  Offers  Courses  in  Medical  Economics 
Narco’s  Robert  T.  McCaffrey— A  Corporate  Officer  of 
Distinction 

New  Census  Bureau  Report  Published 
New  Medical  Complex  Opens  at  World  Trade  Center 
New  Report  Available  Through  Theta 
1976  Surgical  Business  Potentials  Are  the  Best  in  the 
Industry’s  History 
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Teresa  Short 

Feb. 

Outlook 

July 

Lois  Adair 

July 

Outlook 

Mar. 

Outlook 

Aug. 

Outlook 

Feb. 

Outlook 

Mar. 

Outlook 

Mar. 

Outlook 

Aor. 

Lois  Adair 

Oct. 

Sept. 

May 

Adrian  Comper 

Mar. 

Outlook 

Jan. 

Outlook 

June 

Outlook 

July 

Outlook 

Mar. 

Outlook 

Feb. 

Outlook 

May 

Outlook 

June 

Outlook 

Mar. 

Adrian  Comper 

May 

Outlook 

Feb. 

Outlook 

Aug. 

Outlook 

July 

Outlook 

Apr. 

Outlook 

Feb. 

Teresa  Short 

Sept. 

Outlook 

May 

Outlook 

Mar. 

Outlook 

Mar. 

Outlook 

May 

Outlook 

Mar. 

Erv  Rogers 

Jan. 

Outlook 

June 

Outlook 

Aug. 

Outlook 

Sept. 

Lois  Adair 

Aug. 

Outlook 

Mar. 

Outlook 

Sept. 

Outlook 

July 

Outlook 

Apr. 

Outlook 

Apr. 

Outlook 

Nov. 

Lois  Adair 

Feb. 

Outlook 

Sept. 

Outlook 

May 

Oct. 

Outlook 

May 

Outlook 

June 

Outlook 

Sept. 

Adrian  Comper 

Aug. 

Outlook 

Feb. 

Outlook 

June 

Outlook 

Aug. 

Peter  B.  B.  Andrews 

Jan. 

TITLE 


AUTHOR 


ISSUE  PG 


1936— It  Was  a  Very  Good  Year 
Nursing  Homes— A  Promising  Future 

PGs  to  Prevent  Ulcers 
PM  A  Foundation  Awards  Fellowships 
PM  A  Foundation  Awards  Grants 
Pace  vs.  Quality  of  Life 

Packaging  Material  Aids  Tissue  Transplant  Bank 
Patient  Care  Evaluation  Seminars  Taking  Place 
Pharmaceutical  Industry  Reports  Record  Sales 
Physicians  &  Their  Roles  in  Preventing  Trauma 
Profit  Seminars  Profits  Attendees 
Prudent  Buying  Provides  Dealer  Profitahility 
Publication  About  Medical  Equipment  Maintenance 
Offered 

Radiation  Film  AvaUable 
Radiation  Oncology  to  be  Topic  on  Conference 
Radiology  Home  Study  Program  Now  Available 
Reducing  the  Complexity  of  Profit  Making 
Report  about  Auto  Thefts,  A 
Research  &  Development— Ethicon  Realizes  Its 
Importance 

Revised  Saudi  List  Published 
Round-Up  Health  Care 

SRI  Produces  Anti-Cancer  Drug 
SRI  Reports  Life  Style  Affects  Health 
S  &  S  Holds  Medicd  Workshops 
Scabies  Reach  Epidemic  Proportions 
Scientific  Advisory  Board  Established 
Seminar  for  U.S.  Exporters  Planned 
Showmanship  in  Florida 

South  Africa;  A  Sophisticated  Market  for  the  Far- 
Sighted  Manufacturer  of  Medical  Equipment 
Statistical  Methods  Program  Offered 
Studies  of  Fluorocarbons  to  be  Completed 
Study  on  Non-Wovens  and  Textiles  to  be  Conducted 
Surgery  to  Correct  Secondary  HBP  Discussed 
Surgical  Supply  Merchant  Spurs  Civic  Drive 

TB  Most  Infectious  Before  Diagnosis 
Taking  a  Tax  Shelter— A  New  Approach  Through  Motion 
Pictures 

Talking  Head  to  Head 

Tapes  for  Drinkers,  Smokers,  Over- Weights  AvaUable 
Theta  Medical  Reports  Released 

Toleration  Breeds  Crime— How  Business  Should  Fight 
“Rip-Offs” 

Tracking  System  Designed  by  Ames 

Trade  Balance  in  Medical  Equipment  on  the  Rise 

Trend  to  Compact  Medical  Films  Seen 

200  Years  of  U.S.  'dicine— Part  I 

200  Years  of  U.S.  i.iedicine- Part  II 

Two  Necessary  Evils?  Product  Liability  and  Malpractice 
Insurance 

U.S.  Market  for  Lasers  to  Increase 
Urgent  Need  for  STD  Implementation  Proposed 
Urology  Workshops— Consumer  Exposure  for  Dealers 
and  Nlanufacturers 

Valuing  a  Company 

Western  European  Markets  and  Patient  Monitoring 
Western  European  Markets  for  Kidney  Dialysis 
Equipment  Examined 
Woman’s  Hospital  of  Texas  Dedicated 
World  Rehabilitation  Fund  Establishes  Centers 

You  Owe  It  to  Yourself,  You  Owe  It  to  your  Organization 
Youth  Mistrust  Business 


Teresa  Short 

May 

34 

Adrian  Comper 

Feb. 

24 

Outlook 

June 

18 

Outlook 

July 

19 

Outlook 

Oct. 

18 

Outlook 

Feb. 

15 

Outlook 

Sept. 

23 

Outlook 

July 

18 

Outlook 

Apr. 

22 

Outlook 

Aug. 

20 

July 

32 

Adrian  Comper 

Jan. 

35 

Outlook 

May 

20 

Outlook 

Jan. 

18 

Outlook 

Mar. 

19 

Outlook 

Apr. 

22 

Adrian  Comper 

Dec. 

26 

Outlook 

Feb. 

16 

June 

35 

Outlook 

Mar. 

19 

Adrian  Comper 

Apr. 

30 

Outlook 

June 

19 

Outlook 

Nov. 

18 

Outlook 

July 

20 

Outlook 

June 

19 

Outlook 

Jan. 

18 

Outlook 

Apr. 

23 

Lois  Adair 

Apr. 

34 

Albert  L.  Cassak 

July 

26 

Outlook 

Apr. 

23 

Outlook 

Feb. 

14 

Outlook 

June 

19 

Outlook 

Nov. 

18 

H.  L.  Miller 

Aug. 

34 

Outlook 

Mar. 

19 

Irving  A.  Satty 

Sept. 

33 

Lois  Adair 

Mar. 

32 

Outlook 

May 

19 

Outlook 

May 

18 

Nov. 

34 

Outlook 

Jan. 

18 

Outlook 

Jan. 

18 

Outlook 

May 

19 

Adrian  Comper 

June 

30 

Adrian  Comper 

July 

26 

Adrian  Comper 

Sept. 

30 

Outlook 

July 

18 

Outlook 

Jan. 

20 

Lois  Adair 

Jan. 

40 

Lois  Adair 

Oct. 

30 

Outlook 

Oct. 

18 

Outlook 

May 

19 

Outlook 

Aug. 

18 

Outlook 

Sept. 

22 

Jan. 

43 

Outlook 

Jan. 

20 
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Professional  Salesman  Series 


By  WALTER  J.  WAITS 

The  Adrenal  Glands— Part  I 

The  Adrenal  Glands— Part  II 

The  Adrenal  Glands— Part  HI 

The  Ear  and  Hearing 

The  Endocrine  Glandular  System— Part  I 

The  Endocrine  Glandular  System— Part  H 

The  Endocrine  Glandular  System— Part  IH 

The  Endocrine  Glandular  System— Part  IV 

The  Nervous  System— Part  XII 

The  Pancreas 

The  Thyroid  Gland— Part  I 

The  Thyroid  Gland— Part  H 


Aug. 

55 

Sept. 

III 

Oct. 

59 

Dec. 

51 

Feb. 

61 

Mar. 

75 

Apr. 

95 

May 

67 

Jan. 

81 

Nov. 

67 

June 

67 

July 

59 

Successful  Sales  Ideas  Series 


By  GEORGE  N.  KAHN 


Conversation  for  One 

Oct. 

57 

Don’t  Grind  the  Rumor  Mill 

Dec. 

49 

Expected  and  the  Unexpected,  The 

Aug. 

53 

Error  of  Omission 

Sept. 

109 

Get  to  the  Point 

Jan. 

79 

Nobody  Will  Buy  Your  Problems 

Apr. 

93 

Persist  But  Don’t  Harass 

May 

65 

Sell  Ideas  Not  Things 

July 

57 

Take  Charge 

Mar. 

73 

There’s  Always  Another  Way 

Nov. 

65 

There’s  No  Market  for  Gripes 

Feb. 

59 

You  and  Your  Growing  Pains 

June 

65 

r 


At 

MEDISCO 

your  dollar  buys 
more  than  ever  before 


Check  our  new  reduced 
prices  on  instruments. 

Same  Products... 

Same  Packaging... 
Same  High  Quality 


MEDISCO,  INC. 


524  BROADWAY,  NEW  YORK  10012  (212)  925-1474 


J 
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